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I What can you tell me 
about my scale? The 
mirror is cracked. 

J.S., BUCHANAN, MICH. 

The Chicago Watling Scale 
Co. opened in 1889 and 
manufactured various coin- 
operated machines. The 
scale is in great condition. 
It’s made from heavy cast 
iron and porcelain. Today, 
these scales are considered 
drugstore icons. The web¬ 
site pennyscale.com will 
give you its exact age, which 
is probably circa 1940. You 
can also find vintage mir¬ 
rors and replacement parts 
on the site. Your Model 
#400 is a classic in the 
world of drugstore scales. 

valued at: $1,500 


“Collecting.” Country Living 

March : 44 (2007). Print. 






CHICAGO WATLING SCALE 

I 

THIS TWO HUNDRED POUND 
CAPACITY SCALE (1940’S-1960’S) 
REPRESENTS AN ECJC ICON. NO 
LONGER OPERABLE, THIS ICON 

ONCE ANSWERED SUCH 

I 

QUESTIONS AS 

“SHOULD I TAKE THAT TRIP?” - 
“SHOULD I BELIEVE HIM?” - 

“DO I SPEND WISELY?” 
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